From: Barry Cadden 

Sent: Monday, July 23, 2012 5:00 PM 

To: Gene Svirskiy 

Subject: RE: 


Commercial product is mannitol + water and has a 2 year BUD no reason to not apply a BUD=18G days 


From: Gene Svirskiy 

Sent: Monday, July 23, 2012 4:51 PM 

To: Barry Cadden 

Subject: Re: 

60 days was probably arbitrary number.. .you want to a study or just go with 180 days? 

Sent from my Motorola Smartphone on the Now Network from Sprint ! 


Original message 

From: Barry Cadden <bcadden@neccrx.com> 

To: Gene Svirskiy <gsvirskiy@neccrx.com> 

Sent: Mon, Jul 23, 2012 16:14:03 EDT 
Subject: null 

WHY IS MANNITOL 20% bud=60 DAYS ONLY? 

ITS STABLE + CAN BE 180 DAYS I HAVE CHANGED IT BUT CAN GO BACK IF U HAVE SOME INFO? 
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